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i. The Rudnik Dren chrome ore mine is loeated one kilometer west of Besvica 
Village, near Demir Kapija in Macedonia. Large beds of chrome ore and 
sulphur were found after the war in this area end the present work 
consists of digging the prinsipal eealieries. 


2. The mine employs approximately 200 workers, of which 60 sre political 
prisoners sentenced to forced labor. The work is carried out in threa 
shifts. Engineer Mihail Stoss, a German prisoner of war, and his 
assistant, Minsil Berte, a German bora in Yucoslavia, ave in charge of 
the technical work, 


3. The main palllery was completed in thesuring of 1950. It in 95 meters 
iong, 10 meters wide, 2 moters high and soprozinetely 40 metere below 


the surfare, Taree tracks for the mine's enall carts here heen conshrocted 
the gallery, Tuo Interal galleries are being aug at the end of the main 
" in Aprii 1950 approximately ten metere for each gallery nad 
hexcevated, ‘the right lateral rallery, secording to Eagineer Ttass, 
deeds to tne chrome ore beds and the left gallery to sulohur beds, Stoss 
reportedly estimated that wbout 140 to 160 meters of additional excavation 
would be needed in each gallery to reach the chrome ure and sulphuy boda. 


4. two eompresso> machines are utilised in the "ine. One, driven by naphtha, 
vane from the Dudiee Mine and is designe: to generate power for four 
pressure drills. It broke dow: in the spring of 1960 and ves sent te 
Skoplje for repair, The other compressor, dxviven by gasoline, generates 
pressure for ao driiis. The dynamite used until early 19509 was of a 
red color and of Swedish origin; leter, a white dynamite of less destructive 
power vas used. The mine had one water pump constantly in use. A hydro- 
electrie pover station is located on the Bosave River about §00 meters to 
the north of he Dren mine. fhoxt one thousand meters south of the mine are 
vacant militery barracks, 
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